PRUNE HILL RAILROAD STATION 


The Prune Hill railroad station was situated just off the west 
edge of the Ackerman property, directly across from the Moberg 
house. It was the Mobergs who thought that it made more sense 
to have the station moved up from the old quarry, where it was 
never used, to its new site. This was done about 1920. 


The station had fairly good use. There were two local passenger 
trains daily, one going west in the morning, and one returning 

east around five o'clock in the evening. It was very convenient 
for all of the local people. One had only to stand on the platform 
and wave a white handkerchief to flag the train. One short toot 
and we knew it was going to stop. The conductor hopped off with 
his short step and helped us aboard. The seats were green plush. 


If we sat on.the south side going down river, we never missed 
our chance to change sides as we neared Image to see the big brick 
kilns and the largest most beautiful mansion that we had ever 


seen. — in aad SS pa ae fie, 


a) 


